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DATE SHIRPID__ 
F ILE NO. WAA 


I9-Ayw..59 


P.O. BOX 746, BALTIMORE 3, MARYLAND 




TERMS: NET 30 
INVOICE NO. 86- 

(W) ORDER NO. - AAD “30823 -AA 


TAX CODE- 


PRODUCT CODE- 


SHIPPED from- AIR ARM DIVISION 


SOLD 

TO 


s to p Westinghouse Air Arm Division 
Gover nment Propert y Storeroom 
Attm ~ 

M/Fj U.S. Navy/ | 

FOIAB3A 


FOIAB3A 


CONTRACT NO. - NY -3 958 
SUPPL. 4 CHG. ORDERS - . 
CUSTOMERS ORDER NO. - 
PROC. DIR. OR REO’N. NO. - 
SHIPMENT ORDER NO. - 
B/L NO. - 
CAR NO. - 
GROSS WT. - 56$- 
ROUTE - 


CAR SEAL NO. 
NET WT. - 


IN PLACE SHIPMENT 


CONTRACT 
ITEM NO. 


REQ. LINE 

ITEM 

STOCK NO. ANd/oR 
PART NO. 

DESCRIPTION OF MATERIAL 

UNIT 

MIAI, 

QUANTITY 

SHIPPED 

REc'o. 



SPARE PARTS FRE APPENDIX "A" 






GR0PP I 






Additional Spares Identified 






to Dwg. 1JC 4?60 Sub. F 




9 

AN3102A-28-2JJ3 CONNECTOR, RECEPTACLE, ELECT. 


1 

4 V 

94 1JC 4860-5 

RELAY, ARMATURE 


1 ^ 


100 1JC7820-4 

RELAY, ARMATURE 


2 ^ 

V, 

186 CP05AIEC1Q4K 

CAPACITOR, FIXED, PAPER 






DIEIECTRIC 


2 A 

l 

266 2 JA 116 9-1 

CARD, RESISTANCE 


3-^ 


359.1 2JC2471-1 

CRYSTAL, MATCHED PAIRS 


25 p 


567.1 306R155H0! 

WASHER. FLAT ■ 


6 ^ 


586.1 CM15C331G 

CAPACITOR, FIXED, MICA 






DIELECTRIC 


1 ^ 


638 RC20GF12U 

RESISTOR, FIXED, COMPOSITION 


2 S’ 


839 ' 1JA4280-2 

SWITCH, T0GGIE 


lF^ 


849 1JA4814-3 

FUSE, CARTRIDGE 


10^ 


850 1JA4814-4 

FUSE, CARTRIDGE 


J_± 




1 (c) 


#11)051.92 


PACKAGE NO. AND WEIGHTS 


2 GTNS #4861-^4862 66# 


1 ® 39# 


1 8 27# 
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MATKNItL. INftgtCTION # 
AND KKCCIVIN^ REPORT ^ 
(CONTINUATION SHEET) ” 
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pprpve 




Westinghouse 

. ele ctric corporation 


r -2 or _3 I 


P-0. BOX 746, BALTIMORE 3, MARYLAND 


(W) ORDER NO. 


AAD-30823-AA 


CONTRACT NO. 


CONTRACT REQ. LINE 

IT«M NO. ITEM 


853 
919 
' 923 
1009 
1021 
1023 

ioi*u 

1263 

1289 

1318 

132h 


2001 

2002 

2003 

2001 ; 

2005 

2006 

2007 

2008 

2009 

2010 
2011 
2012 


STOCK NO, AHo/sm 
FART NO. 


DESCRIPTION OF MATERIAL 


UAl4.8li4.-2O 

lJCl|835-6 


1JC77UU-1 

2JB3.857G1 


2JB3857G1 

2 JC 2 I 4 O 8 -I 

2JC2H08-3: 

2JC2779-55 

2 JCI 4 OOI 4 -I 

RC20GF512J 

205-181 

205-179 


FUSE, CARTRIDGE 

CONNECTOR, RECEPTACLE, ELECTRICAL 
CHOPPER, ELECTRONIC 
DIAL ASSEMBLY, CONTROL 
RESISTOR, VARIABIE 
RESISTOR, VARIABLE 
RESISTOR, VARIABIE 


RESISTOR, FIXED, COMPOSITION 
PISTON RING (GLKM) 

POSTON RING (GLKM) 


group; n 

SPARES SUPPORT AS A RESULT OF FIE IE CHANGES. 


AN 3 IO 8 B-I 8 -I 4 S 
CP09A3KB10RK 
RC14.2GF511J 
RCii2GF123J 
UCi|828-5i; 
UCl*825-l*2 
RC32GF5/JJ . ~ 
ajCgBO feHM .... 

qBBMWP 1 " 


CONNECTOR 

CAPACITOR 

RESISTOR 

RESISTOR 

CAPACITOR 

CAPAC ITOR 

RES IST OR 15 ' 


pr 


SPARES REQUIRED RESULTING FROM MODERIZATION OF 
SYSTEMS UNDER ITEM ,1a AND la(l) AND FURTHER 
IDENTIFIED ON PAGE 63 OF DWG. 1 JCl;760. 

L.j ..LV 


595^OR6H01 ' 0 

1JCA817H11; 

1JA2682-16 

2JC2906H01i 

1JA8693H2JB 

2JC2779H07 

6 CL6 

CP09A3KB10RK 

RD70P825QG 

1JC8059H10 

UC8020H0R 

1JC8059HQ1 


REGULATOR 
CAPACITOR 
POTENTIOMETER 
RESISTOR 
RESISTOR 
tetEMT IOMETER 
TUBE 

CAPACITOR 

RESISTOR 

COIL 

COIL 


NY-3958 


■HIPPID K*c'd, 


It »l 34 31 3« 





2001/11/08 : CIA-RDP81l300878R(fo6l0001Q023-9 






CONTRACT NO. 

NY-3958 


CONTRACT 
ITEM NO. 


RCQ. (.INI 
ITEM 


STOCK NO. AND^m 
FART NO, 


DESCRIPTION OF MATERIAL. 


2013 

2011 ; 

2015 

2016 
2017 
2018 

2019 

2020 
2021 
2022 
2023 
2021; 

2025 

2026 

2027 

2028 


1N251 . DIODE 

2JC3636H03 DrOEE 

575R538H01 CR TUBE, Serial 

'575R5Ui4H01 2KV POWER SUPPLY 

CP09MKF152K CAPACITOR 

575R?Uihoi shock mount 

2JC2U13-1 SHOCK MOUNT 

AN3106B-1US-5S CONNECTOR 
RN70B1002F/1JA8691H68 RESISTOR 
603R328G01 SIGNAL PRE AMP 

603R329G01 SIGNAL POST AMP 

2JC2U71H02 CRYSTAL (REVEASED PAIR) 

603R33UG01 5 MI IE SWEEP NETWORK - 

RN75B1502F Resistor 

RN70B3320F RESISTOR 

UC8179H02 CAPACITOR 


F0IAB3A 


VtU ,m S"P€C 


ro'R. 
















